Pulpit  rail,  from  stair  to  stair,  except  rerulins 
desk,  door  at  head  of  stair  on  left,  and  lamps  wtre 
on  oriuinal  pulpil-  Lamps  patented  1843.  Shades 
reproductions.  Bala.-.ce  of  pulpit  restored  from 
markin-s  on  floor  and  wall  to  conform  to  oriKinal 
built  in  1822. 
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